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UNCLASSIFIED 

PAGE 01 MONROV 06269 302225Z 
ACTION PC- 10 

INFO OCT-01 AF-10 ISO-OO MMO-01 DRC-01 /023 W 

030011 302229Z /64/14 

R 290823Z AUG 78 
FM AMEMBASSY MONROVIA 
TO SECSTATE WASHDC 0605 

UNCLAS MONROVIA 6269 


Message Text 


CORRECTED COPY (MRN SHUD READ 6269 VICE 6268) 

FOR: AKUETTEH PASS VAUGHN, AF/A/VS 

E.O. 11652: N/A 
SUBJECT: HISTORY OF PC/L 


1 . WE HAVE NOT RECEIVED A LISTING OF ' VOLUNTEERS BY PROJECT" 
SINCE THE OCTOBER 1977 LISTING AND WE WOULD LIKE TO HAVE AN 
UPDATE ASAP. 


2. WE RECEIVED AN ALPHABETICAL LISTINGS, DATED 5/08/78, OF ALL 
THE TRAINEES AND VOLUNTEERS WHO SERVED IN LIBERIA AND WE 
WOULD NOW LIKE TO OBTAIN A LISTING BY PROJECTS. PLEASE 
OBTAIN THIS LIST AND SEND TO US AS RAPIDLY AS YOU CAN. 
WALKER 


UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 

Concepts: DOCUMENTS, PROGRAMS (PROJECTS), VOLUNTARY AGENCIES 

Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 
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Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780354-0955 
Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 3/aaaaakwh. tel 

Line Count: 38 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Release Date: N/A 
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Review Transfer Date: 
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